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.2 structure of w rstages, erected lii the early part of the 15th 
"■iMifilltury, by the Fraternity of the Holy Cross. It is 43 feet high, 
. llrU 'WK er' stage consisting of four open arches, supported by 
fcq pannelled buttresses continued upwards into slender pinnacles 
. united bv open tracery, the whole surmounted by a Cross on a 
O slender shaft. 













